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SUMMARY 

An analysis has been made to determine the effect of chord size on 
the weight and cooling characteristics of shell- supported, air-cooled 
gas-turbine blades. In uncooled turbines with solid blades, the general 
practice has been to design turbines with high aspect ratio (small blade 
chord) to achieve substantial turbine weight reduction. With air-cooled 
blades, this study shows that turbine blade weight is affected to a much 
smaller degree by the size of the blade chord. 

The heat-transfer analysis shows that considerable savings in coolant 
flow are possible by utilizing a smaller number of large-chord blades 
rather than a larger number of small-chord blades with constant blade 
solidity. Generally, turbines with a blade chord of only 1 inch require 
about twice as much coolant as turbines with 3-inch-chord blades for a 
turbine-inlet temperature of 2500° R. As the blade chord is reduced be- 
low 1 inch, such as might be encountered in small-diameter engines, the 
coolant-flow requirements increase very rapidly. The coolant flow re- 
quired for a blade with l/2-inch chord may be more than twice t ha t re- 
quired for a 1-inch-chord blade. In addition to the high coolant flows 
required for the small-chord blades, they often are unable to pass the 
required coolant flow at the pressure levels encountered in engine oper- 
ation. Although this investigation was conducted specifically on 
corrugated-insert blades, the trends of the results are believed to be 
general. The study shows that, in air-cooled- turbine design, efforts 
should be made to use blades with as large a chord as appears feasible 
with regard to disk stress and aerodynamics. 


INTRODUCTION 

Turbine blade chord is an important consideration in the design of 
uncooled turbines, primarily because of its effect on turbine weight. 
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This investigation was conducted to determine how blade chord affects 
the weight and cooling characteristics of air-cooled turbines. In gen- 
eral, the number of blades in a turbine can vary considerably without 
significantly affecting the turbine performance as long as the blade 
solidity (ratio of chord to pitch) is maintained constant. For solid 
uncooled turbine blades, the total airfoil weight is inversely propor- 
tional to the number of blades in the turbine (directly proportional to 
chord) for constant solidity. Since aerodynamic performance is only 
slightly affected but weight is significantly affected by the number of 
blades, it has been common practice among manufacturers of uncooled tur- 
bines to use a large number of short-chord high-aspect- ratio blades in 
their turbines. With the introduction of cooling into the turbine, some 
of the old rules are no longer valid, and a new look is required to de- 
termine optimum blade sizes. 

In order to permit increases in turbine-inlet temperature on the 
order of 500° to 1000° R, it is necessary to extend coolant passages well 
into the blade leading and trailing edges. The trailing-edge coolant 
passages usually result in a thickening of the trailing edge and in- 
creased gas-passage blockage for each blade. This gas-passage blockage 
results in an aerodynamic performance loss. The required trailing-edge 
thickness for air-cooled blades is almost independent of blade size. A 
method of reducing the total gas blockage for the turbine is to reduce 
the number of blades and increase the chord to maintain solidity. As a 
result, the optimum number of blades with respect to aerodynamic per- 
formance may therefore decrease as trailing-edge thickness is increase^.. 

Other factors may also suggest the use of a smaller number of 
larger-chord blades in air-cooled turbines. It is easier to build the 
required internal surface area into larger blades, and the total coolant- 
passage flow area for the turbine is almost directly proportional to 
chord size (same as weight being proportional to chord for solid uncooled 
blades), so that, for a given flow rate, pressure losses should be smaller 
when the chord is increased. In addition, total airfoil weight for blades 
with a portion of the interior hollowed out is no longer directly propor- 
tional to the chord for constant solidity. If the airfoils were thin 
hollow shells, the total airfoil weight for constant-solidity turbines 
would almost be independent of chord size. 

In order to obtain a better understanding of the effects of chord 
size on air-cooled turbine blade weight, cooling effectiveness, and 
cooling-air pressure losses, an analytical study was made of these ef- 
fects for corrugated-insert blades with chords varying from i to 3i 

2 2 

inches. In these studies two-stage turbine engines were considered, 
with turbine diameters varying from 15 to 35 inches, so that the turbine 
blade aspect ratios varied from approximately 1 to 4 for the range of 
chords considered. Required coolant flow and pressure losses were 
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calculated for an engine with a sea-level compressor pressure ratio of 
10 flying at a Mach number of 2.0 at 50,000 feet. While these results may 
not be completely general, the trends should be indicative of the effect 
of turbine blade chord size for a wide range of application. 

SYMBOLS 

A cross-sectional metal area, sq in. 

flow area, sq ft 

turbine blade aspect ratio 
C fr friction coefficient 

c turbine blade chord, ft 

Cp specific heat at constant pressure,. Btu/( lb) (°R) 

D diameter, ft 

E pumping work, Btu/lb 

F constant, function of blade transition ratio and Euler number 

ST’ centrifugal force, lb 

g acceleration due to gravity, ft/sec^ 

hf effective inside heat-transfer coefficient, Btu/(sec) (sq ft) (°R) 

hj_ blade-to-coolant heat-transfer coefficient, Btu/(sec) (sq ft) (°R) 

h 0 gas-to-blade heat-transfer coefficient, Btu/(sec)(sq ft)(°R) 

J mechanical equivalent of heat, ft-lb/Btu 

^1^2' constants 

. . -K5 

k thermal conductivity, Btu/( sec)-(ft) (°R) 

L effective fin length, ft 

l perimeter, ft 
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mass, (lb) (sec^)/ft 
distance between fins, ft 
Nusselt number 

relative total pressure, lb/sq ft abs 
Prandtl number 

static pressure, lb/sq ft abs 
heat flow, Btu/sec 
Reynolds number 

radius from center of rotation, ft 

surface area, sq ft 

relative total temperature, °R 

static temperature, °R 

tip speed, ft/sec 

flow rate, lb/sec 

distance from blade root, ft 

corrugation amplitude, in. 

exponent, function of blade transition ratio and Euler number 

coolant-passage aspect ratio, ratio of corrugation amplitude to 
half corrugation pitch 

metal density, lb/cu in. 

viscosity, (lb) (sec)/(ft) 

stress, lb/sq in. 

fin thickness, ft 

V2hi/k b T 

angular velocity, radians /sec 
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Subscripts : 
a cooling air 

b blade , or based on blade temperature 

c corrugations 

e effective 

g gas 

h hub 

i inside 

o outside 

T turbine 

t tip 

x local condition at x feet above blade root 


ANALYSIS AND PROCEDURE 
Airfoil Weight and Surface Areas 

The internal surface area per unit length of span of air-cooled tur- 
bine blades depends upon the aerodynamic profile of the blade , the blade 
chord, and the shell thickness, as well as the type of internal config- 
uration. As the blade chord is varied, it generally is not possible to 
scale the blade directly to make the ratio of internal to external sur- 
face area remain constant. There are several reasons for this. First, 
there are minimum practical dimensions with regard to strength and fabri- 
cation. It is possible to vary shell thickness somewhat, but there are 
minimum thicknesses that depend on impact loads that the shell must with- 
stand from foreign objects in the gas stream such as sand, carbon flakes, 
and so forth. Minimum thicknesses of both the shell and internal config- 
uration are determined by structural rigidity, and by the effect of braze 
penetration for configurations that rely on brazing. In addition, the 
individual coolant-passage size can be reduced only so far and then the 
cooling-air pressure losses may become exorbitant or the passages may be- 
come plugged by brazing during fabrication or by small particles of for- 
eign matter in the cooling air. For these reasons, both large and small 
blades may have an internal configuration where each passage may have 
the same dimensions. 
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A type of air-cooled turbine blade that offers considerable poten- 
tiality for permitting 'substantial increases in turbine-inlet tempera- 
ture with moderate cooling-airflow requirements is the corrugated- insert 
blade such as shown in figure l(a) . In this type of blade, corrugations 
of uniform amplitude are brazed to the inside surfaces of the blade shell. 
The best corrugation geometry is generally one that provides a maximum of 
surface area within pressure-drop limitations. This best corrugation is 
usually independent of blade chord so long as it can be placed inside 
the blade cavity, but the amount or chordwise length of this corrugation 
is very much dependent upon the blade chord, as illustrated in figure 1 
for two blades of the sarnie profile but with different chord lengths. 

The ratio of internal to external surface area gives an indication 
of blade-cooling effectiveness. A practical method of determining how 
chord size affects the internal surface area is to make layouts of each 
blade to be investigated. This method was used in this report using an 
assumed outside blade profile at the mean section shown in figure 1, 
where the maximum blade thickness is approximately 15 percent of the 
chord. The coolant passage was assumed to be uniform from root to tip. 

The outside profile changed slightly to permit taper in the blade shell. 
These assumptions result in a slight approximation, because in actual 
practice the blade profile will change along the blade span more than 
considered herein, but it is possible with proper design to maintain 
internal surface area approximately constant from root to tip. In all 
cases it was assumed that metal corrugations and the sheet-metal island 
in the center of the blade were of uniform thickness along the span. 

The corrugations were assumed to be 0.005 inch thick, and the island sheet 
metal 0.010 inch thick. The pitch of the corrugations was assumed to be 
0.050 inch, and the amplitude was varied from 0.030 to 0.070 inch. This 
range of internal geometries has been found to have effective heat- 
transfer characteristics from a study of corrugations using reference 1. 
The chordwise length of the corrugations in each blade size being known 
from layouts, the surface area and the cross-sectional area were calcu- 
lated from relations given in reference 1. The blade shell, including 
leading- and trailing-edge portions where there were no corrugations, was 
also included in these calculations. The blade weight was calculated 
from the cross-sectional area using a metal density of 0.3 pound per 
cubic inch. 

For a lineai; variation in metal cross-sectional area from root to 
tip of turbine blades, an expression for the centrifugal- stress distri- 
bution in the blades can be derived in the following manner. The cross- 
sectional-area distribution along the span can be expressed by 

A - Ax _ r ~ r x 

A t " Ax r t ” r x 


( 1 ) 



NACA TN 3923 


7 


or 



where r and A are variables. The stress is obtained from 



( 2 ) 


( 3 ) 


where 


dM = 


12fA dr 
g 


(*) 


and the constant 12 is a conversion from feet to inches. Combining 
equations (2), (3) , and (4) and integrating give the following 
expression: 



( 5 ) 


If it is noted that = a>r and if terms are collected, equation (5) can 
he written 


a x = 




(5a) 


By letting r x = r^ and A^. = A^ in equation (5a) , the centrifugal 

stress at the blade root can be calculated; and by multiplying both sides 
of equation (5a) by (1200/ u ^.) 2 an equivalent root stress can be. obtained. 

The resulting values of equivalent root stress a(l200/u t ) 2 are then, of 

course, the actual stresses for a tip speed of 1200 feet per second, which 
is a representative turbine speed. The stress values are presented in- 
this mann er so that they can be quickly converted to the stress that would 
result for any other tip speed of interest. 
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Turbine Design 

In order to make this analysis representative of conditions that 
might be encountered in cooled turbojet engines, a two- stage turbine was 
designed for an engine with a sea-level-static compressor pressure ratio 
of 10. The engine design point was taken for a flight Mach number of 
2.0 at 50,000 feet. Heat- transfer calculations were also made for these 
conditions. .The turbine was designed according to the methods in refer- 
ence 2, and temperature and pressure conditions at various stations 
through the engine were calculated by means of reference 3. The assigned 
conditions and the resulting calculated conditions are listed in table I. 
The compressor pressure ratio of 6.3 at a flight Mach number of 2.0 would 
result from constant-mechanical-speed operation for an arbitrarily as- 
sumed compressor. 

The assigned turbine conditions result in a conservative turbine de- 
sign. In a conservative turbine there is considerable freedom in the 
choice of a blade profile. An assumed profile was used in this investi- 
gation that is believed to be typical of profiles that may be encountered 
in air-cooled engines. For the sake of simplicity, the same profile was 
used for both the first and second stages and for all chord lengths. 

The profile is shown in figure 1. 

In order to investigate a representative range of engines, turbine 
diameters of 15, 25, and 35 inches were considered, with a corresponding 
size change in the rest of the engine. The turbine design was the same 
for all diameters, but, of course, the blade size varied with the 
diameter . 


Blade Coolant-Flow Requirements 

The coolant-flow requirements for air-cooled turbine blades de- 
pend on the gas-to-blade heat- transfer coefficients, the blade tempera- 
ture, the gas temperature, the coolant temperature at the blade base, 
and the coolant-passage geometry. In this analysis all these factors 
except the gas temperature vary for one reason or another. The calcu- 
lation methods include each of these effects. 

Gas-to-blade heat-transfer coefficient . - The average Nusselt num- 
ber Nu, from which the average gas-to-blade heat-transfer coefficient 
h 0 is obtained, can be found from the following correlation equation 
(ref. 4): 

Nu = F(Re) z (Pr) 1 /3 ( 6 ) 

The reference length in the Nusselt and Reynolds numbers is Z Q /jt, and 

F and z are functions of transition ratio and Euler number of the 
blade . 
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The Reynolds number in equation (6) may be written as 



(?) 


By combining equations (6) and (7) the gas-to-blade heat- transfer coef 
ficient can be expressed by 



The term Wg >^/T^/A f j ' gPg is a function of gas Mach number and is 

essentially constant for Mach numbers between 0.7 and 1.0 (max. varia- 
tion is about 9 percent). A Mach number of 0.7 is probably representa- 
tive for most turbine designs; consequently, Wg gP^ was evalu- 

ated from reference 5 for that Mach number. For this investigation 
variations in gas pressure (due to altitude) and gas temperature were 
not considered. The gas fluid properties (ig^, ^g,b> and Pr can be 

written as a function of the blade temperature: 




,0.85 

b b 


( 9 ) 


^g,b K 2 t b 

Pr - K 3 (11) 

The perimeter of the blade used in this analysis is 2.34(c). The perim- 
eter can then be expressed in terms of the turbine tip diameter and the 
blade aspect ratio and hub- tip radius ratio as follows: 



( 12 ) 


Substitution of equations (9) to (12) into equation (8) results in 


k 4 /qA 1-2 

h o = t 1.7z-0.85\D^j ( 13 ) 

where K 4 is a grouping of all the constant terms in equations (8) 
to (12). 
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In reference 6, ten blade profiles were analyzed, including both 
impulse and reaction blades. An average value of z for these ten blades 
is 0.70. Using the value of z for rotor blades, equation (13) becomes 


^o 



Equations (l3) and (l4) can also be written 


(14) 


k 5 


h — 

0 ~ t 1.7z-0.85 c l-z 


K c 


t 0.34 c 0.3 


(15) 


In this investigation was evaluated for each turbine stagej and then 

the variations in h G with turbine diameter, blade aspect ratio, and 
blade temperature were calculated by use of equation (l4). The turbine 
blade temperature t^ varies along the span because of heating of the 
cooling air. 


Blade- to-coolant heat-transfer coefficient . - The boundary- layer 
flow inside air-cooled blades may be laminar, turbulent, or in transi- 
tion. In laminar flow the heat-transfer correlation equation depends on 
the coolant-passage aspect ratio a (ref. 7). For turbulent flow the 
Nusselt number can be written 

Nu 0.0199 , v 

K = ^2~ < 16 ) 


for a constant Prandtl number of 0.7 (ref. 8) . In the transition region 
there is considerable uncertainty as to what the heat- transfer rates may 
be. In this analysis it was assumed that Nu/Re was a constant in this 
transition region and at the same value that results from turbulent flow 
for a Reynolds number of 8000. This transition region was assumed to 
extend down to a Reynolds number that would also result in the same 
Nu/Re in laminar flow. These heat-transfer correlations are represented 
graphically in figure 2 and mathematically in table Il(a) . In this 
manner the Reynolds number at which the flow changes from laminar to 
transition varies slightly with coolant-passage aspect ratio. The fluid 
properties of the coolant were based on the film temperature. 

For finned coolant passages an effective heat- transfer coefficient 
hf is required. The equation for evaluating h.p is given in reference 
9 as 

^ < " L + a?) 

1 m + x y cp / 
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The effective coefficient is related to the inside coefficient by a func- 
tion of the metal thermal conductivity and the ratio of the inside wetted 
perimeter to the outside perimeter. For the limiting case with infinite 
thermal conductivity, equation (l7) becomes 

h, 

h f = ^TTT < 2L + 

(18) 


Equation (17) is evaluated for corrugated surfaces in reference 1 
for corrugations having the same chordwise length as the outside surface 
that is exposed to the gas stream. In corrugated- insert blades it gen- 
erally is not possible to extend the corrugations around the entire in- 
side periphery of the blade. At the leading and trailing edges there 
are usually areas where there is not room to place the corrugations. 

For this reason, an evaluation of an entire turbine blade using the value 
of hf for a corrugated surface gives an optimistic answer. In this 
analysis it was assumed that the ratio of the effective coefficient for 
the entire blade to that for a corrugated surface was the same as the 
ratio of the inside and outside wetted perimeters for the entire blade 
to that for the corrugated surface, which is expressed in equation form 
as 




where (h f ) c is evaluated from reference 1 for the geometry used in the 

blade. This relation assumes that conduction effects are the same for 
the entire blade as they are for the corrugations. 


Spanwise blade temperature distribution . - The local blade tempera- 
ture t-|^ x can be obtained from the following heat balance: 

S = " ^b,x) = (kf)b(^b,x " ^a,x) 

where T* is the total cooling-air temperature relative to the blade 
a, x 

at distance x from the blade root. This temperature is approximately 
equal to the effective air temperature at this point for subsonic Mach 
numbers. In this analysis the blade span was divided into ten equal in- 
crements, and a stepwise calculation procedure was used to calculate the 
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temperature at each increment. To obtain the coolant-air temperature 
rise in each increment, the following heat balance was written: 

Q + w a E = h 0 lcAx(tg ; e - t b , x ) + w a E = w a c p ,aAT4. (2l) 

where the pumping work E done on the cooling air over the increment 
Ax is 


E = 


o 

0) r^jAx 

gJ 


(22) 


Combining equations (2l) and (22) results in 

h o l <£* 


AT' = 
a w Q c. 


a^p,a 


( t g,e " *b,x 


) + 


O 

orr^Ax 

S^ c p,a 


(23) 


The blade temperature used to evaluate film temperature and fluid proper- 
ties and to calculate T a at each increment was that temperature calcu- 
lated in the previous increment. The spanwise temperature variations in 
the blade are generally small enough that this approximation has little 
or no effect on the final results. 


Required cooling airflow . - The allowable blade temperature distri- 
bution for turbine blades depends on the spanwise blade stress distribu- 
tion, the stress- rupture properties of the blade material, and the stress- 
ratio factor, as discussed in reference 10. The required cooling airflow 
is that which results in a curve of calculated blade temperature against 
blade span that is tangent to a curve of allowable blade temperature. 

This cooling airflow was found by an iterative procedure. A maximum 
difference of 2° between the calculated and allowable blade temperature 
was permitted at the blade critical section (spanwise position where 
difference in calculated and allowable temperature is smallest.) in de- 
termining the required cooling airflow. 


Blade Pressure Losses 

The cooling-air pressure change through the turbine blades was cal- 
culated by the method of reference 5 by using the required cooling air- 
flow from the calculations described previously. The blade was divided 
into five equal increments for these calculations. The friction coeffi- 
cients used were the same as those that can be read from figure 3 of ref- 
erence 1, using the same values of coolant -pas sage aspect ratio a as 
shown in figure 2 of this report, except that in the transition region 
the friction coefficient was assumed to be independent of Reynolds n umb er 
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in exactly the same manner as Nu/Re was assumed to he independent of 
transition Reynolds number in figure 2. Equations for the friction co- 
efficient are given in table Il(b) in terms of 4C fr for convenience in 

the use of the calculation procedure of reference 5. 

The cooling-air pressure at the blade base was assumed to be 90 
percent of the compressor discharge pressure, which allowed for duct 
losses and Some losses in velocity head. It was assumed that, if the 
calculated coolant static pressure at the blade tip was equal to or 
greater than the static gas pressure at the blade tip and if the Mach 
number at the tip was subsonic, then the blade was satisfactory with re- 
spect to loss. The static gas pressure at the blade tip was calculated 
from the turbine velocity diagram that was required to drive the com- 
pressor at the assumed flight conditions. 


Calculation Procedure 

The entire calculation procedure for this analysis was set up in 
equation form, including the pressure-loss calculations and the relation 
between temperature and the 100-hour stress -rupture properties of A-286 
alloy, the turbine blade material assumed for this analysis. The calcu- 
lations were then made by an IBM 650 magnetic drum calculator. Temper- 
atures, pressures, and other conditions used in this analysis are listed 
in table I. 


RESULTS AND DISCUSSION 
Airfoil Weight, Stress, and Areas 

Weight . - The total airfoil weights of all the rotor blades in a tur- 
bine stage are plotted against blade aspect ratio in figure 3 for both the 
first and second stages of the turbines for turbine diameters of 15, 25, 
and 35 inches. Although the analysis presented in this report is a 
study of the effects of blade chord on weight and cooling characteristics 
of air-cooled blades, it is more convenient to plot most of the results 
of the analysis against blade aspect ratio, because the range of aspect 
ratio is common to turbines of different diameters, while the range of 
chord size varies considerably for different diameter turbines. 

The weight of the air-cooled blades is represented by a shaded 
band. This band covers the range of weight values for the corrugation 
configurations considered herein. For turbine diameters of 25 and 35 
inches, corrugation amplitudes of 0.03, 0.05, and 0.07 inch were con- 
sidered, with an outside-shell thickness tapering from 0.045 inch at the 
root to 0.015 inch at the tip. For the 15- inch- diameter turbine, cor- 
rugation amplitudes of 0.03 and 0.05 inch were considered, with an 
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outside-shell thickness tapering from 0.030 to 0.010 inch. Also shown 
in the figure are weights of solid uncooled blades having the same 
cross-sectional area at the root section of the blade and an aerodynamic 
taper of 3 to 1 from root to tip. 

Two important conclusions may be drawn from this figure. First, 
air-cooled blades are considerably lighter than solid blades having the 
same root profile, particularly for large turbine diameters; and second, 
as aspect ratio (or chord) is varied, the total blade weight for the tur- 
bine is affected to a much smaller degree for air-cooled blades than for 
solid blades. Air-cooled blades of very low aspect ratio can be used, 
and the total turbine blade weight will still be lighter than with solid 
blades of high aspect ratio. 

Airfoil weight does not show the entire picture with regard to turbine 
weight, however. The use of low-aspect-ratio blades requires altera- 
tions in the turbine disk design to support the longer chords. Generally, 
the longer chords will probably result in an increase in disk weight, so 
that the total turbine weight will increase with chord more than indi- 
cated in figure 3. Some types of disk structure, such as multiple disk 
wheels, may make possible reductions in weight with increased chords. 

An evaluation of disk weight, however, is beyond the scope of this re- 
port. A rather complete design study is required before representative 
variations in disk weight with blade chord can be made. 

For constant- solidity turbines the total airfoil weight of solid 
blades varies inversely as the blade aspect ratio to the first power. 

(The individual blade weight varies inversely as the square of the as- 
pect ratio.) In the study of air-cooled blades included herein, it was 
found that the total blade airfoil weight for the turbine varied inversely 
as the aspect ratio to a power -varying between 0.1 and 0.65, depending on 
the turbine diameter. In general, the lower exponents accomp an y the large 
turbines (larger physical size of blades). For the 35-inch turbine the 
exponent was found to be about 0.1 for the second stage and about 0.3 for 
the first stage. For the 15-inch turbine the exponent was about 0.5 for 
the second stage and 0.65 for the first stage. The reason for this is 
obvious: With the smaller blades the shell and corrugations occupy a 

much larger portion of the cross-sectional area (the proportion of flow ' 
area decreases) than with the larger blades, so that the small blades 
more nearly approach the weight variation that occurs with solid blades. 

Stress . - Using the root and tip cross-sectional areas that were de- 
termined for each blade configuration, the centrifugal root equivalent 
stress was calculated. The results are plotted against both blade aspect 
ratio and chord in figure 4. Subsequent figures are plotted in a similar 
manner. The stress values are presented as shaded bands, and they cover 
the same range of variables as discussed in connection with figure 3. 
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For reference, root stresses are also shown for solid blades with tip- 
to-root area ratios of 0.5 and 0.333. The area ratios for the air-cooled 
blades vary with blade size. The shells of all the blades have an area 
ratio of 0.333, but the sheet metal making up the corrugations and islands 
in the blades is untapered. More corrugations can be installed in the 
larger-chord blades (low aspect ratio), which will help the heat- transfer 
characteristics; but the addition of this untapered sheet metal results 
in higher area ratios and, thus, higher root stresses. 

Figure 4 shows that, generally, the centrifugal root stresses of 
corrugated- insert air-cooled blades will be of the same order of magni- 
tude as those for solid blades with tip-to-root area ratios varying from 
0.5 to 0.333. With low hub -tip radius ratios (on the order of 0.60 
shown for the second stage) and for blade aspect ratios below 2.5 or 3, 
the air-cooled-blade stresses are likely to be higher than for solid 
blades with an area ratio of 0.5. Figure 4 also compares tip-to-root 
cross- sectional-area ratios for air-cooled blades for various coolant- 
passage configurations, blade aspect ratios, and hub-tip radius ratios; 
however, it is felt that a comparison based on root stress is of more 
general interest. 

Inside heat-transfer surface area . - The amount of surface area 
that can be placed inside air-cooled turbine blades relative to the 
blade outside surface area affects the efficiency of blade-cooling. 

The ratio of the wetted perimeter on the inside of the blade to the out- 
side perimeter is plotted in figure 5 as a function of blade chord and 
aspect ratio, turbine diameter, and corrugation amplitude Y. The ratio 
of perimeters can vary by as much as 7 to 1 as the blade chord is varied 
from about 1.5 to 0.5 inch (aspect ratio varying from 1.5 to 4) for the 
15-inch-diameter turbine . For the larger turbine engines and the cor- 
responding larger chords, the ratio of perimeters, varies about 2 to 1 for 
the same range of aspect ratio. If it were possible to scale blade 
coolant passages geometrically, the ratio of inside to outside surface 
area would remain constant as chord is varied. As mentioned previously, 
this is not practical for turbine blades. The two sketches in figure 1 
illustrate the problem involved when the blade chord is shortened and 
the same corrugation geometry is used for both blade sizes. The smaller 
sketch shows that it may not even be possible to attach separate corruga- 
tions to the portions of the shell on both the suction and pressure sur- 
faces of the blade. It is obvious that the small blade is impractical 
as shown. A different internal configuration is required, possibly one 
in which the corrugation amplitude changes along the chord so that the 
corrugations will contact both shell surfaces. The sketch is shown here 
only to illustrate some of the problems involved in trying to obtain 
large internal surface areas in short-chord blades. 

Figure 5 shows that in all cases the ratio of heat-transfer surface 
on the inside of blades to that on the outside can be increased substan- 
tially by increasing blade chord (reducing aspect ratio) . For very small 
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turbine blades with chords on the order of 0.5 inch, the inside surface 
area becomes less than the outside surface area. This condition makes 
cooling the turbine blades extremely difficult. 

The corrugation amplitude also affects the amount of surface on 
the inside of the blade for a fixed corrugation pitch. It should be 
noted, however, that, with respect to area, frequently a corrugation of 
0.07-inch amplitude is little or no better than one of 0.05-inch ampli- 
tude. The conduction path is longer with the larger amplitude, and the 
inside heat-transfer coefficients will be lower for a given mass veloc- 
ity for the large corrugations, so that the extra heat-transfer surface 
area with the 0.07-inch-amplitude corrugations does not necessarily re- 
sult in a blade that requires the smallest quantity of coolant flow. 

The large amplitude may be advantageous, however, because of large flow 
area: and consequent smaller pressure losses, as is discussed subsequently. 

Coolant-flow area . - The ratio of the total coolant-flow area in 
the blades to the gas -flow area in the turbine annulus gives an indica- 
tion of the quantity of compressor air that can be bled for turbine cool- 
ing for a reasonable pressure drop through the blades; or, conversely, it 
gives an indication of the pressure losses that will be encountered in 
the blades for a given coolant-flow ratio. The ratio of blade coolant- 
flow area to turbine annulus area is plotted in figure 6 as a function 
of blade chord and aspect ratio, turbine diameter, and corrugation ampli- 
tude. The trends here are similar to those for heat-transfer surface 
area. As the chord is decreased, the coolant-flow area is reduced, which 
may result in pressure-loss difficulties. It will be noted, however, 
that large-amplitude corrugations are almost always an advantage as far 
as coolant-flow area is concerned. 


Blade Coolant-Flow Requirements 

Heat-flow rates . - The quantity of heat that must be removed from 
a turbine blade by the cooling air is a function of the gas-to-blade 
heat-transfer coefficient, the temperature difference between the gas 
and the blade, and the surface area. The temperature difference between 
gas and blade is essentially independent of blade chord, since allow- 
able blade temperature is determined by blade stress level (affected 
only slightly by blade chord) and the stress-rupture properties of the 
blade material. Also, for constant- solidity turbines the total blade 
surface area is constant. Consequently, the heat-flow rate into the 
blade is almost solely a function of the gas-to-blade heat-transfer co- 
efficient h Q . Equation (l5) shows that h Q varies inversely as the 
blade chord to the (l-z) power. 

It is evident, then, that increasing blade chord (or reducing blade 
aspect ratio) will reduce the cooling loads in blades. This effect is 



NACA TN 3923 


17 


shown on a relative basis in figure 7. As stated previously, it appears 
that a representative value of z for rotor blades is 0.70 o In refer- 
ence 11 a value of z of 0.52 is given for a reaction- type blade that 
might be suitable for stators. The curves in figure 7 were obtained 
with these values of z. The figure shows that doubling the blade chord 
will reduce the heat-flow rate about 19 percent for rotor blades and 
about 28 percent for stator blades. 

Required coolant-flow rates . - The combined effects of the areas 
shown in figures 5 and 6 and the variations in heat flow illustrated in 
figure 7 on the coolant flow required to cool blades for the turbines 
considered in this analysis are shown in figure 8, where the ratio of 
coolant flow to turbine gas flow is plotted against blade chord and 
aspect ratio. The figure shows that, invariably, as the blade chord is 
decreased (increased aspect ratio) the total quantity of air required 
for turbine cooling increases for a given corrugation configuration in 
the coolant passage. The reasons for this are, of course, obvious from 
the discussion of previous figures. However, in some cases the varia- 
tions in required flow rate with blade chord and aspect ratio are quite 
large, particularly for small turbines, where the chord may become quite 
small. The analysis shows that the flow required for blades with 1-inch 
chord is generally about twice that required for blades with 3-inch 
chord. By further reducing the chord to 0.5 inch, the required coolant 
flow may become over twice that for blades with a 1-inch chord. 

Figure 8 also shows the effect of corrugation amplitude on required 
cooling-airflow rate. Generally, the effect of amplitude is much smaller 
than the effect of blade chord on required coolant flow, particularly for 
the second stage of the turbines. In the second stage the gas tempera- 
ture is reduced relative to that of the first stage, so that the cooling 
load is less severe and smaller variations due to either chord size or 
corrugation amplitude would be expected. Because of the small effect of 
corrugation amplitude on cooling-airflow requirements, the required flow 
for 0.05-inch corrugations is not shown for the 25- and 35-inch-diameter 
turbines. A few calculations were made, which showed that the flow re- 
quired for a corrugation of 0.05 inch was intermediate between that re- 
quired for the 0.07- and 0.03-inch corrugations. 

The inside heat-transfer surface area can usually be increased by 
increasing the amplitude of the corrugations (fig. 5). Large surface 
area is usually desirable to improve cooling effectiveness, but it will 
be noted in figure 8 that slightly less cooling air is required with the 
smaller corrugation amplitude. The larger surface area of the large 
corrugations is more than offset by the reduced hydraulic diameter (which 
increases the heat-transfer coefficient) of the small corrugations. 

The effect of corrugation geometry on required cooling airflow ap- 
pears to have a different trend for the 15-inch-diameter turbine than 
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for the other two diameters. For the larger- diameter turbines the dif- 
ference in required cooling airflows for the 0.07- and 0.03- inch-amplitude 
corrugations increases with increasing aspect ratio (decreasing chord); 
but for the 15-inch turbine the required flows are the same for different 
amplitudes for an aspect ratio of 4. This effect can be explained by the 
fact that, for a turbine blade with 0.5-inch chord, it was not possible 
to place any corrugations inside the coolant cavity. For this reason the 
blade with 0.5-inch chord has the same flow area and same heat- transfer 
area for the blades . represented by both the dashed and the dash-dot lines. 
The blade was actually a plain hollow blade. 

With respect to heat transfer, figure 8 shows that there is gener- 
ally considerable freedom in the choice of the corrugation amplitude, but 
pressure losses within the turbine blades should also be considered. 

Figure 8 gives no indication of the supply pressure required to force 
the cooling air through the blades. It is possible that under some con- 
ditions the pressure available from the engine compressor may be insuf- 
ficient. 


Blade Pressure Losses 

Coolant pressure at blade tip . - In order to force coolant through 
air-cooled turbine blades that discharge the cooling air at the blade 
tip, it is necessary that the static pressure of the coolant at the tip 
be at least as high as the static pressure of the gas at the tip. In 
this analysis coolant pressure losses were calculated for an inlet supply 
pressure that was as high as is considered feasible with the use of com- 
pressor bleed, in order to determine whether it would be possible to 
force the required flow through the' blade. This supply pressure was 90 
percent of compressor discharge total pressure, since it seems likely 
that at least a 10-percent loss in pressure will result from loss of ve- 
locity head and duct losses. The cooling-air temperature was assumed to 
be at compressor discharge temperature. The static pressure of the cool- 
ing air at the blade tip is shown in figure 9 for these conditions of in- 
let pressure and temperature and for the flow rates shown in figure 8. 

The static gas pressure at the blade tip is also shown for the first 
stage of the turbine. For the second stage the static gas pressure is 
not shown, because it is much below the scale on the curves (4000 lb/sq 
ft, table I). 

For all cases shown except one, the static cooling-air pressure at 
the blade tip in the first stage can become less than the static gas pres- 
sure as the blade chord is decreased. This pressure limitation very 
definitely limits the minimum blade chord that can be tolerated. There 
appear to be no pressure limitations in the second stage of the turbine. 

Figure 9 shows that it may be advantageous to use large-amplitude 
corrugations in turbine blades to reduce pressure losses, even though 
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the cooling-airflow requirements are somewhat higher (fig. 8). It can 
be observed from figure 9 that under some conditions it is possible to 
have a coolant pressure rise through the blades. The supply total pres- 
sure to the blades was approximately 9400 pounds per square foot; yet 
for many cases the tip static pressure is considerably higher than the 
supply total pressure. This pressure rise is a result of the pumping 
due to rotation. 

Coolant Mach number at blade tip . - It is generally desirable to 
have relatively low coolant-passage Mach numbers. High Mach numbers in 
themselves are not necessarily a disadvantage; but they cause static- 
pressure losses, and the blades may choke and make it impossible to in- 
crease the coolant-flow rate without increasing the coolant density. A 
high coolant -pas sage Mach number gives little margin for error in the 
design. For instance, if the Mach number is 0.7, the flow rate can only 
be increased about 9 percent for a constant total pressure and tempera- 
ture before choking will occur. The coolant Mach numbers at the blade 
tip are shown in figure 10 for the same pressures and flows obtained from 
figures 8 and 9. Comparison of figures 9 and 10 shows that, when the tip 
Mach number approaches a value of about 0.4, the static -pressure losses 
in the blade may become excessive. Figure 10 gives further indication 
of flow difficulties that can be encountered with small-chord blades. 


Generality of Results 

The results of this analysis are presented for specific engine con- 
ditions. Therefore, the values of blade aspect ratio or blade chord at 
which cooling may became difficult cannot be considered to be general. 

By changing the turbine blade material, the coolant temperature, the 
turbine-inlet temperature, the turbine stress level, the blade stress- 
ratio factor, or other design conditions, cooling limitations may be met 
at entirely different conditions from those encountered in this analysis. 
For example, the cooling-airflow requirements were calculated for the 
35-inch-diameter turbine for a chord of 2 inches and a coolant-passage 
amplitude for three different stress-ratio factors (ratio of design 
stress to average centrifugal stress) . As the stress-ratio factor is in- 
creased, the blade is designed for a higher stress level; and, conse- 
quently, it must operate at a lower temperature. As a result, the 
coolant-flow requirements increase with increasing stress-ratio factor. 
Figure 11 shows the effect of stress-ratio factor on cooling airflow, 
tip Mach number, and coolant pressure at the tip. A similar effect would 
result from varying the blade material. A material capable of withstand- 
ing high temperatures might have the trend exhibited for a stress-ratio 
factor of 1, while a material that could not withstand such high temper- 
atures would exhibit the trends shown for a higher stress-ratio factor. 

As would be expected, the required coolant flow and tip Mach number in- 
crease and tip static pressure decreases with an increase in stress-ratio 
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factor; but there are no great changes that would indicate that the 
trends of figures previously presented would vary greatly if a differ- 
ent set of conditions were chosen for the calculations. Stress-ratio 
factor would, of course, have a much larger effect for a blade chord 
that resulted in higher tip Mach numbers and lower tip static pressures. 

Figure 12 shows how coolant-flow requirements, Mach number, and tip 
pressure can be affected by the coolant temperature. Most of the calcu- 
lations for this analysis were made with a coolant temperature of 1247° 

R, which corresponds to the temperature at the discharge of the compres- 
sor. By use of an aftercooling device, it may be possible to reduce the 
cooling-air temperature. In figure 12 curves are shown for cooling-air 
supply temperatures of 1247° and 1000° R for the first stage of the 35- 
inch-diameter turbine. A reduction in cooling-air temperature naturally 
reduces the quantity of air required for blade-cooling. The cooling- 
airflow reduction shown in figure 12 varies between about 20 and 25 per- 
cent over the range of blade chords investigated. At low coolant Mach 
numbers the Mach number reduction due to reducing cooling-air temperature 
is about the same order of magnitude as the reduction in cooling airflow. 
This effect on static pressure at the blade tip is quite small. For a 
blade chord of 1 inch, however, there is a large difference in tip Mach 
numbers owing to the cooling-air temperature effect; but, as chn be seen 
from the shape of the curves, reducing the cooling-air temperature does 
not allow a significant reduction in permissible blade chord. The re- 
sults shown in figure 12 are similar to those shown in figure 11, in 
that the conclusions that can be drawn from this study do not appear to 
be affected significantly by the value of cooling-air temperature used 
in the analysis. 

It is not within the scope of this report to investigate the ef- 
fects of turbine blade chord for all combinations of engine conditions. 

It is believed, however, that enough conditions were investigated to 
point out trends and to indicate that the use of small-chord blades can 
become a problem in air-cooled engines. Other blade configurations may 
possibly create less of a problem than corrugated blades for small 
chords, but even with those configurations similar trends would be ex- 
pected. As turbine-inlet temperature is increased above 2500° R, the 
problems will become more severe than presented herein because of the 
higher coolant flows that will be required. It' can be concluded from 
this study that in the design of air-cooled turbines it is generally de- 
sirable to utilize blades with as large a chord as appears feasible from 
considerations of disk stress and aerodynamics. 


SUMMARY OF RESULTS 

The results of this investigation of the effects of chord size on 
weight and cooling characteristics of air-cooled turbine blades can be 
summarized as follows : 
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1. Air- cooled- turbine blade weight is affected to a much smaller 
degree by the size of the blade chord than is the weight of solid un- 
cooled blades. 

2. When solidity is maintained constant, the heat -transfer surface 
and the flow area in the coolant passage of air-cooled blades are con- 
siderably larger relative to the surface and flow area on the gas side 
of the blades with large-chord blades than with small-chord blades. As 
a result, cooling large-chord blades should be easier. 

3. Heat- transfer and pressure-drop analyses show that small-chord 
blades require a larger total amount of cooling air for the turbine and 
have higher pressure losses than larger-chord blades. Cooling airflow 
for turbines with 1-inch-chord blades is generally about twice that re- 
quired for turbines with 3-inch-chord blades. By further reducing the 
chord to 0.5 inch, the required cooling airflow may became more than 
twice that for blades with 1-inch chord. 

4. Cooling-air pressure losses increase as blade chord is reduced, 
and it may often be impossible to pass the cooling airflow required at 
the pressure levels available from compressor bleed to cool blades with 
small chords. 

5. The exact blade chords at which it may no longer be feasible to 
cool air-cooled blades depend upon the assumptions and conditions of the 
analysis, but the trends indicated in this report are probably general 
for other engines, other blade configurations, and other engine 
conditions. 


Lewis Flight Propulsion laboratory 

National Advisory Committee for Aeronautics 
Cleveland, Ohio, November 13, 1956 
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TABLE I. - TEMPERATURES, PRESSURES, AND OTHER CONDITIONS 

USED IN ANALYSIS 


Assigned conditions: 

Engine compressor pressure ratio. . 10 at sea- level-static conditions; 

6.3 at flight conditions 


Flight altitude, ft 50,000 

Flight Mach number 2.0 

Turbine -inlet temperature, °R 2500 

'Ram recovery pressure ratio 0.87 

Compressor adiabatic efficiency 0.85 

^Turbine adiabatic efficiency 0.85 

■ Relative Mach number of gas entering turbine 0.6 

Mach number of gas at turbine exit 0.5 

j _ Maximum centrifugal turbine blade root stress for taper factor 

of 0.7, psi 30,000 

Second- turbine-stage hub- tip radius ratio '0.6 

Turbine blade stress-ratio factor 1.0 (except fig. ll) 

I Turbine blade solidity at mean section (both stages) 1.5 


' Calculated conditions: 

First- turbine-stage hub- tip radius ratio . . o.73 

Turbine tip speed (same for both stages), ft/sec 1095 

Compressor discharge temperature (blade root cooling-air 

temperature for most calculations), °R 1247 

Compressor discharge total pressure, lb/sq ft 10 420 

Static gas pressure at blade tip, lb/sq ft. . 7340 (first-stage rotor): 

4000 (second-stage rotor; 

Effective gas temperature , °R 2390 (first-stage rotor): 

2048 (second-stage rotor) 

Constant in gas-to-blade heat- 

transfer coefficient eq. (l3) 0.721 (first-stage rotor); 

0.467 (second-stage rotor) 
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TABLE II. - EXPRESSIONS FOR BLADE COOLANT- PASSAGE 
NUSSELT NUMBER AND FRICTION COEFFICIENT 


(a) Nusselt number 


Corrugation 

amplitude, 

Y, 

in. 

Coolant- 

passage 

aspect 

ratio, 

a 

Reynolds 

number. 

Re 

Nusselt 

number, 

Nu 

Flow region 

0.03-0.07 

1.25-3.25 

>8000 

0.0199Re 0,8 

Turbulent 

0.07 

3.25 

1470<Re<8000 

0.0033Re 

Transition 



<1470 

4.85 

Laminar 

0.05 

2.25 

128CKRe<8000 

0.0033Re 

Transition 



<1280 

4.22 

Laminar 

0.03 

1.25 

o 

o 

0 

CO 

1 
V 

LO 

(XI 

i — 1 

H 

0 . 0033Re 

Transition 



<1125 

3.72 

Laminar 


(b) Friction coefficient 


Corrugation 

amplitude, 

Y, 

in. 

Coolant- 

passage 

aspect 

ratio, 

a 

Reynolds 

number, 

Re 

Friction 

coefficient, 

4C fr 

Flow region 

0.03-0.07 

1.25-3.25 

>8000 

0.2935 

Re°.245 

Turbulent 

0.07 

3.25 

2130<Re<8000 

0.03255 

Transition 



<2130 

69.2 

Re 

Laminar 

0.05 

2.25 

19 70<Re<8000 

0.03255 

Transition 



<1970 

64.16 

Re 

Laminar 

0.03 

1.25 

1800<Re<8000 

0.03255 

Transition 



<1800 

58.65 

Re 

Laminar 
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(b) Effect of placing corrugation in small-chord blade. 

Figure 1. - Illustration of effect of blade chord on air-cooled 
blade inside heat-transfer surface area. 


NACA TN 3923 



Reynolds number , Re 
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(a) First stage. Hub-tip radius ratio, 0.73. 

Figure 3. - Turbine blade airfoil weight variation with turbine diameter 
and blade aspect ratio. 



Total airfoil weight for second-stage turbine rotor, lb 
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(b) Second stage. Hub -tip radius ratio, 0.60. 


Figure 3. - Concluded. Turbine blade airfoil weight variation with 
turbine diameter and blade aspect ratio. 

















Figure 7. - Effect of turbine blade size on heat flow to blade 
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Blade chord, c, in. 

(1) First stage; r h /r t = 0.73. (2) Second stage; r h /r t = 0.60. 

(c) Turbine diameter, 15 inches. 

Figure 10. - Effect of turbine blade size on cooling-air Mach number at blade tip. 














